From: 

Sent: 

To: 

Subject: 


Nassif, Julianne (DPH) 

Thursday, July 16, 2009 3:57 PM 
Grossman, John (EPS) 
contact info 


John, 

Here are the points of contact for the DPH labs regarding court testimony 

Boston - Elisabeth 0"Brien 617.983.6624 dph-druqlaboratorv@.state.ma.us or elisabeth.obrien@state.ma.us 


Amherst - Sharon Salem 413. 545.2601 


amherstdruqaboratorv®state.ma.us or sharon.salem®state.ma.us 


juLLaiA^iAe NCissL-f 
Director, Division of Analytical Chemistry 
William A Hinton State Laboratory Institute 
Massachusetts Department of Public Health 
305 South Street Boston, MA 01230 
voice 617-983-6651 fax 617-983-6662 


julianne. nassif@state.ma. us 
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